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Guayabero language 


Guayabero is a Guahiban language that is spoken by a thousand 
people in Colombia. Many of its speakers are monoglots, with few 
fluent Spanish speakers in the population. 

Phonology 

Guayabero has 6 vowels: /a, e, i, i, o, u/.® 
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